SPECIAL ORDINANCE NO 


S- 


¥ 7 - 72 - 


BILL NO. S-72~05-o( 


an ordinance approving a contract with 
l! Westinghouse Electric Corporation for 

Ij one Oil Circuit Breaker and one Pneumatic 

jj Tank Lifter for Lakeside Substation site 

ji southeast of Lakeside Junior High School. 

jj 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. A certain contract dated May 3, 1972, between 
the City of Fort Wayne, by and through its Mayor and the Board 

■ ! 

of Public Works, and Westinghouse Electric Corporation, for; 

J ( 

:j one #345GS1500 Oil Circuit Breaker and one 

I Pneumatic Tank Lifter for Lakeside Substation 

I site southeast of Lakeside Junior High School, 

: for a total cost of $7,125.00, all as more particularly set 

\ 

; forth on City Utilities Purchase Order No. 5836, which is by 
|| reference incorporated herein and made a part hereof, is 

I 

; hereby in all things ratified, confirmed and approved. 

1 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



approvId as to form 

AMOLtOALIlY, 

il 


enVATTOHNSV 




seconded by 


Read the first time in full and on motion by 

and duly adopted, read the second time by title and 

referred to the Committee on 'fSn3'~ttr-i:he , 


City.-^lahnZomariB'sxtnr-^nrr-TreTrommefl:^^ — (n:ndr-54ibiie--JIea^4^i:g--tO''T3^^ aZter due legal 

n 0 feire’e7~‘’at™th'e— G&un'eii--ShraHlb^e^?s-j— Gifey — GotHrtyHBurariridtng'; Fori Wayne, InrdAafta- ^ on 

the aay nf 1 Q ■, — a t - & i-elock 


P .hbr-pErSTT". 


Date : 




7 . /f/^ 







Passed and adopted by the Common Council of the City of Fort Wayne, Indiana as (Zunlng 
Map^ — (G^TTeral^p^p^i^p^RdnX (Special) (^pfpxtTprl at x onX Ordinance ( Re s o lut - i - tr iT) No. J-V 7-7A. 

, 19 7'^ ■ 






srj^v#Wf-' j'/ -A 

'g^^bf the^ City of Fort Wayne, Indiana, on the day of 

, 19 /^- at the hour of /{. It^o ’ clock M . , E . S. . T . 

A A t 



Approved and signed by me this of 


at the hour of (r^ o ' clock m. , E.S.T, 




i 


CITY CLERK 


.i 97 ALj 


'may OR 


S-72-05-01 


Bill No. 


REPORT OF THE COMIITTEE ON CITIES UTILIT IES 

Wos your Committee on CITIES UTILITIES to whom was referred an Ordinance 

approving a contract with Westinghouse Electric Corporation 

for one Oil Circuit Breaker and one Pneumatic Tank Lifter 

for Lakeside Stibsta:tion site southeast of Lakeside Junior 

High. School 


have had said Ordinance under consideration and beg leave to report bacJt^to_ the/Common 


Council that said Ordinance 




PASS. 


Phul "Mike” Burns - Chairman 




Eugene Kraus. Jr. - IVice - Chairman 




Donald J. Schmidt 




William T. Hinga 


Winfield C. Moses. Jr, 





'<A^L 

0 ! 



( a ! 



/ , 



©ATI 




CONCURRED IN 


CHARLES VV. WESTEEHAN/ CITY aiMM 


THE CITY OF FORT WAYNE 




# 



58-132-19 


May 2, 1972 


Mr. David Keller 
City Attorney 
1310 Anthony Wayne Bank 
Fort Waynes Indiana 46802 

Dear Mr. Keller: 

Please prepare an ordinance to be introduced in the Common Council, 
Tuesday, May 9, 1972 for the following: 

CITY UTILITIES Purchase Order No. 5836, dated May 3, 1972 to West- 
inghouse Electric Corporation in the amount of $7,125.00 covering 
proposed delivery of one (1) 345GS1500 Oil Circuit Breaker and one 
(1) Pneumatic Tank Lifter for Lakeside Substation site southeast of 
Lakeside Junior High School. 

Yours truly. 


Jerry D. Boswell 
Ronald L. Bonar 
William G. Williams 

BOARD OF PUBLIC WORKS 


ajf 

encs. (Original purchase order, etc.) 


